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INFO OCT-01 CIAE-00 COME-OO DODE-OO NRC-05 NSAE-00 USIA-06 
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P 021914Z DEC 76 

FM USMISSION OECD PARIS 

TO SECSTATE WASH DC PRIORITY 4531 

CONFIDENTIAL OECD PARIS 35677 

EXCON 

E.O. 11652: XGDS1 

TAGS: ESTC, COCOM, GW, HU 

SUBJECT: GERMAN LASER COMPONENT TO HUNGARY-IL 1522 
REF: COCOM DOC (76) 1874 

1 . URGENCY REQUEST: ONE ELECTRONIC SCREENING UNIT FOR 
CHROMAGRAPH DC 300 CONSIGNED TO KASSUTH NYOMDA (PRINT- 
ING OFFICE) BUDAPEST, FOR USE IN PRODUCTION OF SCREENED 
COLOR SEPARATIONS. VALUE: $78,112. 

2. SCREENING UNIT IS ANCILLARY UNIT OF UNEMBARGOED 
CHROMAGRAPH DC 300 FOR PRODUCTION AND RECORDING OF 
ELECTRONICALLY SCREENED COLOR SEPARATIONS BY LASER BEAMS 
PRODUCED BY AN ARGON LASER 162-02. DESCRIPTION OF 
CHROMAGRAPH DC 300 WAS PROVIDED WITH COCOM DOC (75)1599. 

A SIMILAR UNIT WAS APPROVED FOR EXPORT IN COCOM DOC. 

(76)1095. 

3. URGENCY PROCEDURE INVOKED BECAUSEFOREIGN CURRENCY 
ALLOTMENT WILL EXPIRE DECEMBER 15, 1976. CASE SCHEDULED 
FOR COCOM MEETING 12/7. 

4. ACTION REQUESTED: US VIEWS BY 12/7. 
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